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DD/K-.754-63 


umsemkmm m FOE. l^leiic#* Service* Division 
5IBJ1CT i Telephone Installation 

BKFERSSCB : D0/B~6£ 6-63 


1, Attached is a sehesatle showing desired changes 
is tbe assignment of telephone movers is Kooas GH-19 . 
Modification requested is this aeaorandua are seeded to 
accomodate personnel being assigned to this area which 
vare set contemplated when the original plan was salmi t ted 
is reference. Additionally, one new instrument is to 
be installed in the Icxmtios identified is the drawing. 


2. He revest completion of this work order on 
or about 22 May 1963. 
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